Unit 3: Address Cleanse Transforms 


USA Regulatory Z4 Change Address Cleanse | Cleanses address data according to CASS 
requirements, with Z4Change. 


Note: 

» If an input record has characters outside the Latin1 code page, the USA 
Regulatory Address Cleanse transform does not process that data. Instead, the 
mapped input record is sent to the corresponding standardized output field, if 
applicable. No other output fields are populated for that record. If your Unicode 
database has valid USA addresses from the Latin1 character set, this transform 


processes aS normal. 


Input and Output 





Data Services offers a number of input and output fields for the USA Regulatory Address 


Cleanse transform. 


Options 


The USA Regulatory Address Cleanse transform offers several options. 


Table 24: USA Regulatory Address Cleanse Transform Options 


Option Group 


Report and Analysis options 


Reference Files options 


Transform Performance options 
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The Generate Report Data option specifies 
whether to generate report data for this 
transform. 


e Yes: Generates report data for this trans- 
form. 


e No: Turns off report data generation. 


If you do not need to generate reports (dur- 
ing testing, for example), you should set this 
option to No to improve performance. 


Reference files are directories used by the 
USA Regulatory Address Cleanse transform 
to correct and standardize your data. It is 
best to use a substitution variable for the Op- 
tion value, such as $$DIR_PATH_USA. This 
substitution variable represents the path, 
and you can change it dynamically. 


The Transform Performance option group 
contains options that affect the performance 
of DPV, RDI, and LACS"'"k processing. Set 
these options if you have DPV, RDI, or 
LACSnk activated in the transform. 





